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CONFIDENTIAL ISLAMABAD 4829 
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TAGS: PGOV, PK 

SUB J : GOP PRESIDENT CHAUDHRY'S HEALTH IMPROVES 
REF: ISLAMABAD 4286 

PAK PRESS MAY 28 REPORTED THAT PRESIDENT CHAUDHRY 
WAS RELEASED FROM HOSPITAL AFTER A THREE WEEK STAY 
"IN A GOOD STATE OF HEALTH". KNOWLEDGEABLE SOURCES 
HAVE INDICWKSR PRIVATELY THAT THE PRESIDENT IS AT 
HOME RESTING. WE DO NOT BELIEVE THAT HE IS YET 
CAPABLE OF PERNXRMING OFFICIAL DUTIES. ALTHOUGH HIS 
TERM IS FOR FIVE YEARS, WE HAVE HEARD THAT HE MAY 
LEAVE OFFICE AS EARLY AS THIS AUGUST, TWO YEARS 
AFTER HE WAS INAUGURATED. 
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